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UThe^^jGuidance Committee is hereby established vj.ah 

Chairman. The purpose of this Comm U tea 
x^^^oste^col^^^ng interchange of information and opinion:; 
bn -ring on the^^(design and operating options between the 
s;y .stem manager and the users and processors 
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L. K. White 

Executive Director-Comptroller 
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